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SOME OF OUR RECENT 
INSTALLATIONS 


1. ATLANTA, GEORGIA 
Fulton County Jail 

A. Thos. Bradbury, Percy H. Perkins, Jr., 
James C. Wise, Associates, Architects. 
60 Fifth Street, NE 
Atlanta, Georgia 


2. WICHITA, KANSAS 
Sedgwick County Court House & Jail 

Thomas-Harris-Calvin & Assoc., 
Architects-Engineers 
321 W. 2nd Street 
Wichita 2, Kansas 


3. ANGOLA, LOUISIANA 
Louisiana State Penitentiary 

Curtiss and Davis, Architects. 
338 Baronne Street 
New Orleans 12, Louisiana 


4. BAKERSFIELD, CALIFORNIA 

Sheriff's Facility Building 
& Jail for Kern County 

Wright-Metcalf & Parsons, Architects 
2323 "E" Street 
Bakersfield, California 


5. ORLANDO, FLORIDA 
Orange County Court House 

James Gamble Rogers II, Architect 
145 Lincoln Avenue 
Winter Park, Florida 
James B. King, Associate Architect 
56 E. Park Lake Avenue 
Orlando, Florida 


6. JACKSONVILLE, FLORIDA 
Duval County Court House 

Reynolds, Smith & Hills, 
Architects-Engineers 
227 Park Street 
Jacksonville 4, Florida 


7. DEARBORN, MICHIGAN 
Police Headquarters Building 

Harley, Ellington and Day, Inc., 
Architects and Engineers 
153 E. Elizabeth Street 
Detroit 1, Michigan 


8. HUNTSVILLE, TEXAS 
Eastham Prison Farms 

George L. Dahl, Architect 
2101 N. St. Paul Street 
Dallas, Texas 
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COMMENTS FROM 
SOME OF OUR CLIENTS 


I wish.to compliment your company on the prompt 
installation of your equipment, and hope, to work 
with you again in the near future. 

JA (Contractor) 


If we can ever be of service to you in any way here 
on the High Plains, we would appreciate the op¬ 
portunity of returning these favors to you. 

Sincerely, 
JE (Architects-Engineers) 

Thank you again for the interest and spirit of co¬ 
operation you have displayed, enabling us to turn 
over to the Owner a completely satisfying job, and 
one in which we can all take pride. 

JW (Architect) 


The Board of County Commissioners of XXXXXXXX 
XXXXXXXXXXXX XXXXXXXX wish to express their 
appreciation for your fine work and cooperation in 
the completion of our County Jail. 

RS (County Commissioner) 


Your advice and helpful criticism during preliminary 
planning, your drawings and specifications, during 
the final planning, and your constant interest in 
accuracy and quality throughout the project, were 
all of invaluable assistance to us. 

FC (Architect) 

Southern Steel System has placed a model of their 
cell locking system at our disposal and it definitely 
meets all of our requirements. The security in their 
system, plus its simplicity of operation is, without a 
doubt, the best offered in this field. This statement 
is substantiated by the engineer in charge of main¬ 
tenance of the City Prison System, Department of 
Correction, XXXXXXXXXXXXXXXXXXXXXXX. 

CD (Engineer) 

We have your check for the difference in poundage 
of steel furnished and that estimated. This is an item 
which I had forgotten about completely. I am cer¬ 
tain the Board members will be most appreciative 
of the integrity and honesty of your firm. 

It has certainly been a pleasure to work with you 
and your firm, and I would be very happy to rec¬ 
ommend your Company to anyone in the market for 
jail equipment. 

HJ (Architect) 


I inspected, approved, and accepted the jail equip¬ 
ment furnished by your company for the XXXXXX 
XXX XXXXXX XXXX XX XXXXXXXXX XXXXX yes¬ 
terday. The job was completed and was done in a 
very excellent manner. We would like to commend 
your superintendent for his fine work directing this 
job. He has cooperated with our office and the 
County and produced an excellent job for all of us 
for which we are indeed grateful. 

I would like to sincerely thank you for your coop¬ 
eration in helping us plan this jail, prepare the 
working drawings and specifications, obtaining bids, 
and in the actual contraction of this job. 

OCJ (Architect) 








3 


































































1. FULLY SELECTIVE 

Operates any one, any combination or all sliding 
cell doors either electrically or mechanically. 


2. SIMPLE OPERATION 

Just turn the switch to unlock, open, close and 
lock doors in any pre-selected combination. 


Set selectors for 
desired operation 
of each door. 


Unlocking and 
locking occurs 
automatically. 


ELECTRIC OPERATION To operate doors and 
locks electrically, select doors to be operated and 
turn the switch. 


REMOTE CONTROL This simple Re 
mote Control Panel may be installed any¬ 
where desired and still maintain full 
selectivity and instant changeover to me¬ 
chanical operation. 






o' 


A proven automatic elects 
combination system . . . ci 
fully selective electric to ii 
mechanical operation ir 


3. INTERLOCKED 

Simple mechanical and electrical interlock in con¬ 
trol cabinet positively prevents simultaneous me¬ 
chanical and electrical operation. The system 
operates either totally electrically or totally me¬ 
chanically. 


Turn switch 
to open or close. 


4. SINGLE DIRECTION SAFETY 

Designed to prevent opening one or more doors 
while other doors are closing. This is highly im¬ 
portant in any electrical operating and locking 
system. 

5. EMERGENCY LOCK 

In case of emergency in opening or closing doors, 
pull emergency lock, thus holding doors in any 
position, whether being operated electrically or 
mechanically, until further operation is resumed. 

6. VARIABLE CLOSING PRESSURE 

Electrical system can be adjusted so that a nom¬ 
inal pressure will hold the door, or so that con¬ 
siderably more pressure would be required to 
hold door. 


ill - 


Set selectors for 
desired operation 
of each door. 


Turn handle 
to open or close. 


Unlocking and 
locking occurs 
automatically. 


MECHANICAL OPERATION In case of power 
failure, remove handle at base of cabinet and 
place in manual operating position on operating 
shaft. (When handle is in this position, all elec¬ 
trical components are disengaged.) Return handle 
to its original position, and the system will op¬ 
erate electrically. Our "Dual" system is the only 
electric system that gives full selectivity from the 
control cabinet in the event of power failure. 
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This... compact wiring installed at factory... 
completely self-contained electrical unit. 




_JL* --only one motor operates the entire 
ne of cell doors. Motor can be changed or 
serviced quickly by any competent electrician 
without entering cell block. 




This ... in event of power failure, move the 
handle to operating position and operate the 
system in the same fully-selective manner 
without leaving the control cabinet. 


+ ONi OPERATING SWITCH 

+one sue crop pen poor 

+ ONE AUTHOR Of OPERATION 



This ... the simplicity of this system makes it 
possible for anyone to learn its operation in 
a matter of minutes. 



This ... all service to all electrical components 
is out of sight and reach of inmates. The entire 
electrical system can be serviced without 
inmates' knowledge or change in prison 
routine. 


These “Old Fashioned’ 
Electrical Nightmares 
have been eliminated 



Not this ... trouble in any mc T 
cell line of some systems creai 
security hazard requiring serviced 
tools and to work within the inmal 


along the 
a serious 
to bring 
ell area. 

























































































































































































































































































































































































































































Intermittent Gear 

Locking and Operating System 


This system originated and pio¬ 
neered by the Southern Steel Com¬ 
pany enables the operator to (1) un¬ 
lock, (2) open, and (3) lock open any 
cell door or any number of doors by 
one continuous movement of the op¬ 
erating wheel. By turning in the 
other direction the operator can (4) 
unlock, (5) close, and (6) lock closed 
any cell door or any number of doors 
designed to be operated from the 
same control cabinet. Any door may 
be stopped and held at any point in 
movement at half-inch intervals. Cor¬ 
rect operation can be taught in a 
manner of minutes. 

Dependable wheel drive provides 
an abundance of power for quiet and 
efficient operation and has made this 
system the acknowledged standard 
of excellence throughout the United 
States. 



In this system of interlocked doors, any 
selected operation of the doors can be 
pre-set on the index plungers above 
the control wheel . . . then activated 
by simply turning the control wheel to 
the right or left in a continuous motion. 




Fool Resisting Steel 

Where the cost of the large num¬ 
ber of extra guards, 24 hours a day, 
is not practical, continuous analysis 
tool resisting steel performs a vital 
economy function. This special steel 
is thousands of times more resistant 
to cutting than mild steel; however, 
it is malleable to the point of fulfill¬ 
ing all requirements as to hardness 
and flexibility. In institutions such as 
county jails where an excessive 
number of guards is an impossible 
expense, tool resisting steel is the 
heart of such county jail security. 



Independent tests prove the statement that reducing the tool 
resisting quality of steel and saving only 2 or 3% on the cost of 
the installed equipment is never a real economy. 
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History of the 
SOUTHERN STEEL 
COMPANY 

% For more than 63 years, we have accumulated 

valuable experience meeting many unique prob¬ 
lems in the highly specialized field of designing, 
fabricating and installing jail and prison ecruip- 
ment. 

From its beginning, the Southern Steel Company 
has enjoyed a steady and consistent growth in 
facilities and in specially trained personnel in 
the field of penal engineering. With more than 
4,000 installations in 41 states, Southern Steels 
organization is one of the most experienced in the 
field. While research and improvement has been 
a major factor in the growth and leadership of 
Southern Steel through more than 60 years, inno¬ 
vations are given long and exhaustive testing 
before they are offered for the protection of the 
public. 

Southern Steel s daily contact with many prob¬ 
lems peculiar to this highly specialized work, 
together with its privilege of collaborating with 
hundreds of architects, designers and engineers 
who are concerned with like problems, presents 
j a challenge and an obligation to render even 
greater service in this field where much remains 
to be done in the interest of humanity and society. 

The Southern Steel Company is in daily contact 
with architects and designers throughout the 
country, and we have a vast accumulation of 
knowledge about many types and sizes of penal 
institutions. 

One of our equipment specialists will be glad 
to confer with interested architects or engineers 
and submit suggestions for layouts along with 
price estimates. 

There is, of course, no obligation for this service 
which you may use with full assurance that any 
suggestions we make will not preclude any 
reputable manufacturer of jail equipment from 
bidding upon, or furnishing equipment, recom¬ 
mended by our consultants. 

Having become the Nation's largest firm special¬ 
izing in the manufacture of jail and prison 
equipment, we are in the enviable position of 
i being able to point the way to the newest and best 

f approaches to the modern science of detention. 



COMPLETE 
CONSULTING SERVICE 
INCLUDING 
COST ESTIMATES AND 
PRELIMINARY LAYOUTS 

Our complete consulting service, including com¬ 
pleted plans and specifications, is available with¬ 
out obligation to architects, engineers, and 
contractors. You can write or telephone your re¬ 
quirements to us, and we will see that you receive 
promptly the kind of data you need for making 
a preliminary study, sketches, and rough cost 
estimates. Preliminaries can be quickly prepared 
in this way for discussion with clients and inter¬ 
ested law enforcement officials. Call us early 
before your plans are formulated, and we will be 
glad to send a sales engineer to confer with you 
at your convenience. 



JAIL & PRISON EQUIPMENT 
IS OUR MAIN BUSINESS 
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THE LARGEST “CITY 
JAIL” IN THE UNITED 
STATES 


THE LARGEST 
“COUNTY JAIL” < 
IN THE SOUTH 


Piker's Island Penitentiary 
New York City 


Dade County Jail and 
Public Safety Department 
Miami, Florida 


The Riker's Island Penitentiary in New York 
City, Sloan and Robertson, Architects, is a South¬ 
ern Steel Company installation. It is the largest 
City Jail Institution in the United States and re¬ 
ported to be the largest penal institution ever 
built at one time. 


The cell work, locking devices, and other prison 
equipment in this institution were furnished and 
installed by Southern Steel Company. There have 
been no service calls or replacement of parts on 
any Southern Steel Company equipment since 
this prison was occupied more than 30 years ago 
... an indication of the quality and dependability 
engineered into Southern Steel Company's prod¬ 
ucts. 


★ 


★ 


Because the Southern Steel Company spe¬ 
cializes in jail and prison equipment, no jail job 
is too large or too small to merit our complete 
service . . . from initial layout suggestions through 
complete planning ... to manufacture, installa¬ 
tion, and guarantee of all equipment. In the Dade 
County Jail in Miami, the Southern Steel Com¬ 
pany was selected to supply: 

• 45 Fully Selective Lines of Cell Work 

• 628 Bunks 



• 325 Jail Doors 


• 107 Tons of Vertical Bars 


• 85 Tons Steel Plate Walls 


• 20,000 Square Feet Grill or Grating Work 

• All Other Jail Equipment for the South's Largest 
County Jail 


All Jail Equipment 
Manufactured & Installed by 
Southern Steel Co. 


The Dade County Jail is just one more reason 
why the Southern Steel Company remains the 
nation's largest firm SPECIALIZING in the manu¬ 
facture and installation of Jail and Prison Equip¬ 
ment. 
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